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CHARLES H. BRACHVOGEL CO., NEW YORK. 


THE NEW No. lo 

Marsh Picture Frame Vise 



Nothing of the Kind, or 
HALF so COMPLETE,^ 
ever before on the Market. 






T T meets the demand for a frame clamp in every 
^ instance. No matter what kind of a mitering 
machine one has—or even if you are using the old- 
fashioned Miter Bo.x—the frame can he held in proper 
place for nailing perfectly, and with the greatest ease 
possible. The Vise has the same swivel and tilting 
attachments — in fact, the same base — as the Marsh 
Mitering Machine, and a frame can be swung or 
tipped in ANY POSITION a person desires, either 
in a horizontal or a perpendicular. It takes in small 
and large frames alike,— as small as 4x4 inches; 
from this to the largest size. It takes in any kind 
of moulding, 4 inches wide or under. It is light, 
well made and strong. 

I^rioo, 


PRICES NET, 3 Per Cent. Cash 10 Days, or 30 Days Net. 




















CHARLES H. URACHVOC'iKL CO., NEW YORK. 



Position for fonniii ▼ aiiil iiailin g end to side. 



Position fin- boring ;m<l nailing .•‘ide to uni. 


MARSH MITRE MACHINE and 

__VISE COMBINED. 

( \> I5E PLVCKI) ON ANY TAULK, HENCH OK COUM’KK. 





IT IS THE BEST MACHINE IN THE WORLD FOR THE PRICE 

BECAUSE 

It. is the only machine with which the moulding can be sawed from the back 
or outside, as well as from the front or inside. ,lii 

It is the only maclliiie for making frames yet invented, which can be 5i<ljii.‘'te(l 
from a liorizontal po.siti(m, for sawing the sides and ends of the frame, to a perpen¬ 
dicular or any other position convenient for boring or nailing the same, thus enabling 
the operator to complete the frame right before him, while standing upright atid work¬ 
ing ill a natural ami easy manner. 

The adjlisthlff of the machine from one position to the other reqiiire.s but a 
second of time. Machine turns from right or left to any desired angle while in a 
horizontal position for sawiner the different mitres. Machine turns to right or left 
while in a perpendicular position, for boring or nailing either side to end or end to 
side of frame. 



.Sawing last mitre over when necessary. 


It is the only liiachine of the kind furnished with a rule and measure gauge so 
arranged as to measure and gauge from either side of tlie machine alike. 

This machine, takes up less room on the bench than any other mitre machine. 
The bed plate is inches above the bench, and the extreme measure of .'<anie is 
15x15 inches. The machine weighs twenty pounds, which is less than half of the 
weight of others, yet it is so constructed that it is stronger where strength is r»'<juired. 

Yon can do anything with this machine that can be done with any oih^r 
frame machine. Yon can do more. You can do it ijiiicker, easier and belter. The 
machine with ordinary use and care, will last for twenty years, being very simple and 
strong in its construction, it will neither wear out nor break, and we are prepared to 
guarantee every machine to work satisfactory. 

An extra pair of thin clamp Irons is now furnished %vith every ma< hine. We 
will send these thin Clamp Irons to those now having the Marsh machine for .V) cents. 

Machine cuts any Moulding less than 5 inches in width and will 
join any size frame larger than 7^4s7^2 inches. 

Prite of machine, with 4>^x‘2(> saw . 


PRICKS XET, 3 Per Cent, Cash 10 Days, or 30 Days Xet. 













































